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MEMORANDUM FOR : Comptroller, DPD 


SUBJECT § outracts tos | BB- 300 and BB~375, 
ITEX Corp., illing Rates 


This is to advise the Finance Officer, DPD that th 
Provisional Billing Rates attached to Contractor's Jebter 
Gated 24 March 1960 (DPD-2532-60) which were approved by 
the Boston Alr Procurement District are acceptable to the 


Contracting Officer for provisional b 
the aubject contract. ais illing purposes under 


25X1A “ey 


25X1A Contracting Officer, DED 
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